ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 


FB-4 

07-26-15 

SGT. R. REYES #117 
F. FLANAGAN #147 


SUPERVISOR SGT. R. REYES 


1000 


1030/10 
40 


1045/11 
00 


1130/11 
40 


1210/12 
30 


1230/ 
1300 
1315/13 
295 


1335/13 
45 


1415/14 
29 


ON DUTY; ALL EQUIPMENT ISSUED IN GOOD WORKING 
ORDER. ASSIGNED TO VEHICLE # 2. 


BUSINESS CHECK: 6801 HOLLYWOOD BLVD; H/H 
PARKING GARAGE. CHECKED THE GARAGE FOR THEFT 
AND BURGLARY FROM MOTOR VEHICLE VIOLATIONS. NO 
VIOLATIONS OBSERVED. 


ADMINISTRATIVE DUTIES: 1400 HIGHLAND AVE; 
FIRESTONE. DROPPED OFF VEHICLE # 1 FOR OIL 
SERVICE. 


RADIO CALL: 6288 HOLLYWOOD BLVD; OPTMETRICS. 
COMPLAINTS OF A WOMAN SLEEPING/ BLOCKING 
SIDEWALK. ARRIVED AND CONTACTED A (H) HISPANIC, 
FEMALE RE: 41.18(d) LAMC; PROHIBITING SLEEPING ON 
THE SIDEWALK DURING DAY LIGHT HOURS. SUSPECT 
COMPLIED AND DEPARTED THE LOCATION. 


ADMINISTRATIVE DUTIES: 6200 SUNSET BLVD; 
HOLLYWOOD CAR WASH. WASHED VEHICLE # 2. 


CODE 7 


BUSINESS CHECK: 5871 SUNSET BLVD; DENNY’S. 
CHECKED THE REAR PARKING LOT AND ADJACENT AREA 
FOR TRESPASSING AND HOMELESS ENCAMPMENT. NO 
VIOLATIONS OBSERVED. 


BUSINESS CONTACT: 1625 SCHRADER AVE; GAY & 
LESBIAN CENTER. CONTACTED AND SPOKE WITH 
SECURITY OFFICER BRIAN, A.T.F. SECURITY. ADVISED 
ALL WAS WELL AND NO PROBLEMS. 


SUSPECT CONTACT: 6384 HOLLYWOOD BLVD; POPEYES 
CHICKEN. CONTACTED (H) CHRIS RE: 41.18(d) LAMC; 
SIDEWALK VIOLATION. SUSPECT COMPLIED AND STOOD- 
UP. 
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1500/15 
30 
1620/16 
35 


1630/16 
45 


1800/18 
10 


1830 


ADMINISTRATIVE DUTIES: LOG UPDATE AND TRAINING. 


RADIO CALL: 7001 HOLLYWOOD BLVD; LA LA LAND. 
COMPLAINTS OF A 415 MAN. WE ARRIVED AND SUSPECT 
WHO I.D. HIMSELF AS STEVE APPROACHED AND SPOKE 
WITH US. 

WE ADVISED THE SUSPECT WHO THEN DEPARTED. 

WE THEN SPOKE WITH THE P/R AND ADVISED. 


BACK-UP: 6051 HOLLYWOOD BLVD; SUBWAY. 
COMPLAINTS OF A TRESPASSER. BACKED FB-2 ASSIGNED 
TO THE CALL. SEE FB-2 LOG FOR DETAILS. 


BUSINESS CHECK: 6801 HOLLYWOOD BLVD; H/H 
PARKING GARAGE. CHECKED THE GARAGE FOR THEFT 
AND BURGLARY FROM MOTOR VEHICLES. NO 
VIOLATIONS OBSERVED. 


END OF WATCH. ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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